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SUBJEC 
The 144 MHz receiver Band Pass Filter adjustments on the TM-941A require 
a 1.5mm square tip alignment tool. 


+ : 
TM-941A BPF ALIGNMENT TOOL 


G.Cc. Electronics carries a tool in their catalog that can be modified to 
fit the BPF adjustments. The tool is catalog number 9440. 


The square tip side of this tool is 1.6mm square. Two sides of the tip need 
to be ground down so that the tip becomes 1.5mm square. 
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